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SUBJECT: SENATOR SCOTT'S RUGS 
REE: STATE 228872; TAIPEI 7060 

1. VACRS CHUNGLI RUG FACTORY ADVISED EMBASSY DECEMBER 10 
THAT SENATOR WILLIAM L. SCOTT'S RUGS ARE FINISHED AND READY 
FOR DELIVERY. TOTAL COST OE THE RUGS DUE AND OWING IS 
US$1,336.50. COST AIRFREIGHT TO WASHINGTON, D.C. WOULD 

BE ADDITIONAL US$1,080.00. COST SEA FREIGHT INCLUDING 
PACKING, INSURANCE, HANDLING WOULD BE ABOUT US$250.00. 

2. PLEASE ADVISE IE SENATOR SCOTT WANTS RUGS SENT BY AIR- 
FREIGHT OR SEA SHIPMENT. IF SSENATOR OPTS FOR AIRFREIGHT HE 
SHOULD PROVIDE CHECK TO ORDER OE VACRS VHUNGLI RUG FACTORY 
IN TOTAL AMOUNT US$2,416.50; IF HE PREFERS SEA SHIPMENT 

HIS CHECK TO RUG FACTORY SHOULD BE IN TOTAL AMOUNT 
OF US$1,586.50. SEA FREIGHT CHARGE IS APPROXIMATE AND 
VACRS WILL REEUND SENATOR SCOTT ANY OVERAGE. 

3. PLEASE AENISE. 

MCCONAUGHY 
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